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LIMITED OFFICIAL USE BERLIN 1514 

E.O. 11652: N/A 
TAGS: ESTC, WB, GE, BE 

SUBJECT: CHEMO-PLAST OTTOKAR HERMANN K.G. 

REE: STATE A-4783, STATE A-6072, STATE 172241 

1. REPLY DELAYED BECAUSED OF HERMANN'S EXTENDED ABSENCE FROM BERLIN. 

2. HERMANN INFORMED MISSION AUG 30 THAT BELGOFER ORDERED X-RAY SYSTEM 
AND HE DID NOT KNOW IT WAS INTENDED EOR USE IN EAST BERLIN. HE SAID 

HE HAD NOT BEEN ASKED TO DOCUMENT END-USER AND BENDIX DID NOT REQUEST 
SINGLE TRANSACTION STATEMENT. 

3. MISSION OBTAINED FROM HERMANN'S ASSISTANT, MR. WIHRAUCH, COPIES 

OF CORREPONDENCE RELATING TO CASE (POUCHED BEWT/OEC). THESE INCLUDE 
TRIANGULAR IMPORT CERTIEICATE (IC) 44811 ISSUED BY BERLIN SENAT WHICH 
CONTAINS NO INFORMATION ON END-USER. SENAT TOLD MISSION THAT, HAD 
THEY BEEN AWARE OF 40 NANO SECOND PULSE WIDTH MENTIONED IN BENDIX 
LETTER TO HERMANN, THEY WOULD HAVE REFERRED CASE TO FRANKFURT 
BEFORE ISSUING IC. FILE MADE AVAILABLE TO MISSION ALSO 
CONTAINS INFORMAL REQUEST EROM BENDIX EOR NAME OF BELGIAN 
CUSTOMER AND END-USE BUT NO INDICATION OF REPLY FROM HERMANN TO 
THESE QUESTIONS.KLEIN 
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